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Exhibit No: 60—5 To Contract: HF-CT-692 ° 
rr 


Date: August 7, 1959 


‘ : The Firewel Co Inc 
(Contractor) 
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No, No, Nomenclature Qty. mit Price Total Price 
1. F328135 Valve, Head Assembly 20 $26.05 $5227607° 
Oe F2609-2 Clamp Cover 300 Pel ig: 5 57 .70"* 
4 FS5000-7 "QO" Rine 150 AT 10.40re 
4 BS5000-6 no" Ring 10 £6 62 
5 FS5000-5/64 oO" Ring 50 «96 3.00 
[4} 
4592.10 Total 
rn 


Delivery: As Soon As Possible 


Prices are fair and reasonable and this « 


Exhibit is hereby apnrroved, 


eae Contractor warrants prices conform to the 
$ Pe. 48 price formula in effect to date of the 
Exhibit. 


SIGNED: 


/07 : CIA-RDP8(806B78R0005 


